Approved For Release 2003/05/23 : Cl A-RDP83-00957R0001 00030003-2 



MPJ . 


80-1218 


B 

2 2 AUG 1980 



MEMORANDUM FOR: Director of Logistics 


FROM: 

SUBJECT: 

REFERENCE: 


STAT 


Maurice Lipton 
Comptroller 


1980 ODP Support to Project SUPPLYMAN 

Memo for Compt from D/OL dated 8 August 1980, Subject: 0 ^° 
Request for Increased ODP Support for Project 
SUPPLYMAN | | 


STAT 

g444 


Based upon ODP’s capacity to handle your projected increase in level of 
ODP services, I approve the level of services for Project SUPPLYMAN be 
increased from $873,000 to $1.1 million. 


Maurice Lipton 


STAT 


STAT 


M&F'' 










m 


n 

ij 


3393 


Approved For Release 2003(05/23 : CIA-RDP83-00957R0001 00030003-2 



Approved For Release 2003/05/23 : CIA-RDP83-00957R000100030003-: 




8 AUG 1980 


MEMORANDUM FOR: Comptroller 


FROM: 


SUBJECT: 


REFERENCES: 


DDA ADP Control Officer 
Director of Data Processing 

James H. McDonald 
Director of Logistics 

Request for Increased ODP Support for 
Project SUPPLYMAN 

A. Memo fm C/P&BG/MS/ODP to OL ADP Control Officer, 
dtd 24 July 80, Subject: Revised Cost for 1980 
ODP Support for Project SUPPLYMAN (ODP-O-998? 

OL 0-3444) 

B. Memo fm C/P&BG/MS/ODP to OL ADP Control Officer, 

dtd 30 June 1980, Subject: Executive Committee 
1980 Approved Resource Level for Project 
SUPPLYMAN (ODP-O-857 ? OL 0-3046) </'//’ 


. , _ ^ memorandum is in response to Reference A, which advises 

the Office of Logistics (OL) that the projected cost of ODP support 

to r $i r 074 C 000 UPPLYMA ^ 1 in FY 1980 Wil1 increase 23 percent from’ $873,000 

. , 2 * The increased cost is primarily due to a 75 percent increase 

n the use of ODP batch services which could not have been predicted 
from historical data. During FY 1980 O^ trained several employees 
in the use of the RAMIS Report Language. Many reports have sub- 
sequently been converted to run under RAMIS. Numerous conversion 
runs, plus the creation of several new reports, have significantly 

1 2 C 5 e ? Sed use ? f 0DP ' S batch services. In addition, the amount 
o ata against which the reports are processed has increased the 
average CPU time per run from .16 seconds to .23 seconds. 

3. The conversion of SUPPLYMAN reports has enabled OL to tailor 
their reports to meet the needs of the office and to make their o wn 
report modifications. The experience gained in converting existing 
reports has enabled OL to more rapidly respond to requests for ad hoc 
reports and to generate management Information in a timely manner. 


OL 0 3444(a) 
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SUBJECT: 


Request for Increased ODP Support for Project SUPPLYMAN 


f * SUPPLYMAN is a critical Agency system. Its continued 
operation is essential to the operation of all Agency materiel 
and financial systems, in view of the fact that ODP has available 
capacity to support our expanded workload we request that you 
approve our requested increased level of ODP support. 


/s/ James H. McDonald 

James H. McDonald 


cos DDA ADP Control Officer 

Director of Data Processing 


Distribution: 

Original - Addressee 

t/L - OL Official 
1 - SAB Chrono 
1 - D/L Chrono 


OL/EO/SABJ 


(5 Aug 8 


25X1 
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STAT 


STAT 


STAT 



ODP-O-998 
24 July 1980 


MEMORANDUM FOR: OL ADP Control Officer 


VIA: 


FROM: 

SUBJECT : 

REFERENCE : 


DDA ADP Control Officer 


Chief, Program & Budget Group, ODP 

Revised Cost for 1980 ODP Support for 
Project SUPPLYMAN 

Memo from undersigned, dtd. 30 June 1980, 
subject: Executive Committee 1980 Approved 

Resource Level for Project SUPPLYMAN (ODP- 0-8 57) 


1. Your revised workload projection for 1980 has 
been priced out. Based upon this projection the 1980 cost 
for Project SUPPLYMAN will be $1,074K. 

2. The 23% increased cost for SUPPLYMAN is primarily 
the result of a 75% increase in the batch service projection. 
Your previous projection for 1980 was for a 10% increase in 
batch service and the revised projection reflects a total 
increase of 93% in 1980. 

3. ODP has the available capacity to support the 
revised workload included in your current 1980 projection 
for this project. However, we will require Comptroller 
approval of your request to increase your level of ODP 
support from $873K to $1,074K. 


4. Please forward the memorandum to the Comptroller 
explaining and justifying the increased level of support 
for Project SUPPLYMAN, as outlined in the reference, within 



STATl 
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“ Date 

ApprovedRe^iTWSIe&li&2 < ^N^IP^I^WbP83-00957R00ib'fod^i0^ip2 



Dan: 

These changes reflect an increase in the 
use of ODP's BATCH system to generate RAMIS 
reports. The revised projections will cost 
out to about $1,037,000 vs the estimated 
$873,000, a 19% increase.| . 

I tnM 

cyty \ Dick 


DO NOT use this form as a RECORD of approvals, concurrences, disposals, 
cleara nce s, and similar actions 

FROM: (Name, ore, symbol. Agency /Post) | Room No. Bldg. 
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ODP-O-857 

3 o JUN 1980 


STAT 


MEMORANDUM FOR: OL ADP Control Officer 


VIA: 

FROM: 


SUBJECT: 

REFERENCES : 


DDA ADP Control Officer 


Chief, Program & Budget Group, ODP 

Executive Committee 1980 Approved 

Resource Level for Project SUPPLYMAN 

A. Memorandum from DDCI to Executive 

Committee Members, dtd. 18 March 1980, 
Subject: Fiscal Year 1980 Review of 

Automatic Data Processing (ADP) Projects 

B. Memorandum from DDCI to Executive 

Committee Members, dtd. 23 May 1979, 
Subject: Fiscal Year 1979 Review of 

Automatic Data Processing Resources 


1. The ODP provided resources for Project SUPPLYMAN 
were approved by the Executive Committee at the level of 
$873K for 1980. This level was derived from your 1980 
requirements which you provided to ODP at the start of 
the fiscal year. 

2. As specified in the reference dated 23 May 1979, 
this memorandum is written to inform you that SUPPLYMAN has 
reached the 75 percent level of resources approved for 1980. 
Please provide your requirements on the attachment for the 
last four months of FY 1980. We will notify you how much 
these requirements will change the total fiscal year cost. 

If the total cost will exceed the initial EXCOM approval 
level by more than 10 percent, you must prepare a memorandum 
requesting Comptroller approval. This memorandum will 
include an explanation of need for increased ODP services, 
the new projection of the cost of ODP services required for 
the remainder of the fiscal year, and a statement addressing 
the availability of ODP resources to provide the increased 
services and the impact on OL if the increase is not approved. 


J ■ ! 

- -Mllhlfl 
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3. Please forward the attachment with your June - 
September 1980 requirements within 10 working days to 
the Chief, Program and Budget Group/ Management Staff, ODP. 


Att: a/s 

cc: DDA ADP Cont rol Officer 

Comptroller 


Approved Fo 



00100030003-2 


STAT 





